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MEEHANS 1 MALLOW  MARVELS. 


64,7  3 


Hot  merely  Mallows,  - "but  Mallow  Marvels.  Marvels  in  shape  — 
beautiful  cup  shape;  Marvels  in  size  - flowers  7 to  10  inches  in 
diameter;  Marvels  in  color  - White,  Pink  and  Red;  Marvels  in 
grace  - attractive  foliage  and  growth;  Marvels  in  blooming  period  - 
July  to  September;  Marvels  in  hardiness  - live  outside  all  the  year 
round. 


Fall  is  an  excellent  season  to  plant. 
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